pruning shears 

the choice of professionals 

All Felco frames are solidly forged of light alloy and formed to fit 
the hand. This makes for toughness, ease in handling and absolute 
comfort. Plastic handle coatings provide a sure grip-and a warm 
one in cold weather. 

Hard steel blades with keen, lasting cutting edges ensure smooth 
cuts and long term performance. Replacement blades are readily 
available and easily installed. And, they are adjustable. Grooved 
anvil blades on most models permit sap run-off. 

All this plus other features such as extra wide blade openings, 
rubber cushioned stops, built-in wire cutters, and thumb operated 
locking catches makes Felco the natural choice of pruning 
professionals. 



No. 2 — Heavy Duty Model. The best-selling professional pruner in the world. 
Contoured handles for a firm grip. Features: plastic coated-forged light metal alloy 
handles, notched blade to cut soft wire, non-riveted blade for easy replacement, 
rubber stops, geared precision blade adjustment. 2Vt" carbon steel blades, 4%" 
handles. Length(21 cm), Weight: 8% oz. (245 g) 






No. 4 — Similar to FELCO 2; however, without sap groove and rubber cushion stop. 
Blade adjustment by center bolt and locking nut. A Swiss quality pruner without 
refinements and priced accordingly. Length 8 V 2 " (21 cm), Weight: 8 oz. (220 g) 



No. 5 — Same features but simplified design with solid steel handles. Quality blades 
offering a very good cut. The lowest priced FELCO. Length; 9" (22.5 cm), Weight: 11 
oz. (310 g) 



No. 6 — Smooth version and low in weight; narrow and short blade makes clean 
cutting near the stem and in the vine possible. Excellent for small and medium size 
hands—ideal for a small lady’s hand. Length: 8” (19.5 cm). Weight: 8 oz. (210 g) 



No. 7 — with Rotating Handle (Swiss and foreign patents), no blisters or horny skin, 
less strain on sinews. The straight anvil-blade facilitates a precise cut. Rotating 
handle gives maximum comfort for all users and saves up to 30% of effort. Length; 
8 V 2 " (21 cm). Weight: 10 oz. (290 g) 
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No. 8 —Same features as No. 7 but without rotating handle. Cutting blade and anvil 
blade {not rivited) stand out as on No. 7 exactly in the prolongation of the forearm. 
The lever action is therefore better utilized and pruning facilitated. Length: 8 y 2 " (21 



No. 9 — A real left-hander pruner with reversed blade, anvil-blade and locking 
catch, other features as No. 8 . Length 8 V 2 " (21 cm)k Weight 8.72 oz. (245 g) 

* Anvil-blade screwed on to handle so easily replaced. 



No. CP — Special Model. This all-around cutter of Felco’s superior quality is 
designed to cut with ease: wire, wire mesh, twine, rubber, tin, steel strapping, soft 
packing wire, leather and other similar materials. Features: heavy, .high grade 
carbon steel blades, all steel handles covered with plastic, adjustable blades, 172 " 
carbon steel blades, 4" handles. Length: 8 ", Weight: 10 oz. (blades are not 
replaceable). 


ZENITH 



No. 524FK — Zenith precision Pruning Shear. A standard lower-priced pattern is 
used by nurserymen the world over. This pattern is forged of the highest quality 
steel, has non-pinching handles, honed edge, and brass security nut for fine 
adjustment of the blades, leather catch. Available in 7, 8 and 9" sizes. Weight of 
the standard 8" size; 8 oz. 
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